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Department of Public Health 
William A. Hinton State Laboratory Institute 
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SECRETARY 

JOHN AUERBACH 
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12/09/2011 


Mary Szulborski 

Assistant District Attorney, Suffolk County 
Dear ADA Szulborski, 

Enclosed is the infoniiation you requested in regards to Connnonwealth vs. 
hicluded are copies of the following: 

1. Curricuhim Vitae for Annie Dookhan and Stacey Feiden. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 



Stacey Feiden was the custodial chemist and performed the preliminary testing for this sample. 
Annie Dookhan was the confirmatory chemist and analyzed the GC/MS data for tliis sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dooklian) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry, 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistiy. 

Experience; 

2003 - present 

Chemist I. II . Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

^Writing, revising and reviewing Standard Opemting Procedures (SOPs) and Protocols. 
^Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
*Oversee the Quality Control/Quality Assurance progiam for the Drug Lab. 

*Maintenance and repaii s of all analytical instruments. 

*Trained in the use of complex analytical instmmentation, microscopes and balances for the 
purpose of drug analysis. 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court. 

*Completed six-week training course conducted by senior staff witliin the Department of Public 
Health, Drug Analysis Laboratoiy. 

*Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

*Notary Public. 

2001-2003 

OC Analyst L H . UMMS-Massachusetts Biologic Laboratoiy, QC Material Contiol 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department for the Food and Drug Administration. 

^Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

^Trained and supervised new chemists and intents for the department. 

*Routine QC testing of products for the FDA. 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation, 

■"Complete testing of chemicals for Vendor Validation Project for the FDA. 

■"Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous hainings) 

GLP/GMP training with Massachusetts Biologic Laboratoiy. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation, 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Stace^^n Desjardins 

stacey.feiden@state.ma.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science—Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health: Jamaica Plain, Massachusetts 
March 2009'present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Mullijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics 1 and tl. Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry 1 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry 1, II, 
and III, Biochemistry, Advanced Inorganic Chemistry 



DEPART HI et/T 


BOOK#. 


DRUG RECEIPT 


PAGE #_ 

DESTRUCTION #. 


District/Unil __ 

Name & Rank of Arresting Officer 


ID# <00<o<> 


DEFENDANT'S NAME 


ADDRESS 


STATE 


HytiS 


LAB USE ONLY 


DESCRIPTION OF ITEMS SUBMITTED 

”7 ^ ^ 

Oy><y <3»twc. ^ 3^ 


K , 


OXy 6ob>&rfC 

A 

Oxvcoi^rje OP 8 t> 


0)iv C^oSiiOrvl'C 


To be completed by ECU personnel only 


Name and Rank of Submitting Officer, 


Received by. 


BPD Form 003B-BIS-0907 (prev. 1753) 


GROSS 

QUANTITY 


T&^\grs 

j£/t> Inrs 


~T>S.ie^ 
SaoT^l^lor; 
3og> T^bU^ 
P.I0 Tftdlgt? 
3o 

TA'P IsU 

^ I TTi^tlCtX 


iJC^^ 


GROSS 

WEIGHT 




ANALYSIS 

NUMBER 







Date ID l^l! 


ECU Control # 
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Date Analyzed: 


• OV-\S-\\ 


City: Boston D.C.U. Police Dept. 
Officer: P.O. KEITH BUTLER 


Amount: 240.0 
No. Cont: 1 I 

DateRec'd: 10/27/2010 
Gross Wt: 34.001/ 


Cont: pb 


Prelim 


oxMccdQm. 

im: 0 ) 


Subst: TAB 


No. Analyzed: 

Net Weight: Cp\ 

#T6sts:2.6LD ^ 

Findings: 0 >^co 6 -O^\£L 


Date Analyzed: O \~V \ 


City: Boston D.C.U. Police Dept. 
Officer: P.O. KEITH BU TLER 
Def:| 

Amount: "■240:6'-O 
No. Cont: 1 Cont: pb 

Date Rac'd: 10/27/2010 ✓ 


Gross Wt; 


Prelim 


Subst: TAB 


No. Analyzed: 


Net Weight: 8"^ Q 

#Tests:2,5Lr) ^ 

Findings: O^J;;;^ocJooc 2 


Date Analyzed; ^\ 


City: Boston D.C.U. Police Dept. 
Officer: P.O. KEITH BUTLER 


Amount: 240.0 
No. Cont; 1 Cont: pb 
DateRec'd: 10/27/2010 > 

Gross Wt: 34 . 18 ^^ 


Prelim 


oxMCcdonc 

lim: 15 


Subst: TAB 
No. Analyzed: 

Net Weight: 30 
#Teets:^e,LO® 

Findings; e. 
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DRUG POWDER ANALYSIS FORWl 


SAMPLE# 

No. of samples tested: 


AGENCY &O?ji_0n ANALYST 

Evidence Wt 


physical DESCRIPTION: ' vV\ ^ Gross Wt{ ):. 

2-^o Uont blue, round late ‘ 





Pkg. Wt: 


NelWl: 




"C\c\sa 6 

'Zlcsteci 


PRELIMINARY TESTS 
Spot Tests 


Mtcrocrvstalllne Tests 


Cobalt 

Thiocyanate J_ I 


Gold 

Chloride 


Marquis 


TLTAi_a 


Froehde's 


OTHER TESTS 


Mecke's 


iTurn-^meda 


PRELIMINARY TEST RESULTS 
RESULTS QX\1 cnc\nn(:^. 
DATE 


GC/MS CONFIRMATORY TEST 


RESULTS OKMCCuOU^ 


MS 

OPERATOR 




DATE 


Revised 7/2005 
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I\1ICR0MEDEX(S) Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POfSINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystafline 
Sodium Starch Glycofate 
Starch, Corn 
Lactose 
Stearic Acid 
FD8cC Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaliabie-Container-Sfze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints; M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

■ M30 

Form: Oral Tablet 
Color: Light Blue 

Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


1/13/2011 


http://www',thomsoiJic.com/hcs/librariaiVPFDefaultActionId/pf.PrintReady 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY feCBlOn ANALYST QlD 

, / 

Evidence Wt V 



" ticated 


PRELfMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstailine Tests 
Gold 

Chloride_ 

tltaj_j_ 

OTHER TESTS 

microrrY^da 


PRELIMINARY TEST RESULTS 

RESULTS Qxx^cnrtnnf 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS cA\i( ocionc 

OPERATOR Anl ) _ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Regulatory-Status; Schedule If 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, MIcrocrysialHne 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Avaiiabillty & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidlen Mailinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acelylsaiicylic Acid) 

Registry Number: NDC 0406-8630-01 

Physical Description 

Imprints: M - The M enclosed In a box Is imprinted on one side and 30 above the score is 
Imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box Is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


1 / 13/2011 


http://w\v\v.thomsoiihc.com/lics/librarian/PFDefaultActioiiId/pf.PnntReady 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 


ANALYST 



Evidence WL 

















MICROIMEDEX® Healthcare Series : POISINDEX® Document Page I of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Giycoiate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availabjilty: United States 
Availabie-Container-Size: Bottle of 100 

Contact: Covidien MalJinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 > Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsallcylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints; M30 “ The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974“ 2011 Thomson Reuters. Ail rights reserved. 


littp:/A\^vThomsoii]ic.coiii/hcs/librariaii/PFDefaultActioiiId/pf.PrmtReady . 1/13/2011 
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DRUG POWDER ANALYSIS FORM 



ANALYST 5 L 0 


No. of samples tested; 


Evidence WL 


pHYsic a..D fiscRiPTiow: 'o\Qr\€ cl SCQ Icci 

-3^\ \\cp b\u(\ roLind lQbs 



Gross Wt ( ); 
Gross Wt ( ): 


Pkg. Wt 
Net Wt: 



-C\cm 6 
"Z tested 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


MlcrocfVstalllne Tests 
Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

Tn\crQmcdei 


PRELIMINARY TEST RESULTS 
RESULTS OXviCOdO'ng 
DATE i-l'5-U _ 


GC/MS CONFIRMATORY TEST 
RESULTS 




MS 


OPERATOR Acn ) 

DATE ' I 


Revised 7/2005 
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MCROMEDEX® Healthcare Series : POISINDEX® Document Page 1 of 1 

POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule !1 

Activo-lngredlent: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystaliine 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Actd 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United Slates 
Avarlablo-Container-Sfze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

( 5 ) 1974- 2011 Thomson Reuters. All rights reserved. 


1/13/2011 

Folk OIG PRR 041470 
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DRUG POWDER ANALYSIS FORWl 


SAMPLE# 

No. of samples tested: 


AGENCY fecprtnn ANALYST^ 

Evidence Wi 


O. 


PHYSICAL DESCRIPTION: S^CVTlCCl '^SC.QiCCi Gross Wl( ): 

- S&O V\(^'n\ t)\L\c, round date Gross Wt ( ): 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( } 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 

Gold 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

rnicTOmtck.y 


PRELIMINARY TEST RESULTS 

RESULTS ox’^^^codong ., 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS CVlAlCCCtt \C 

A C'-. Y" \ 

OPERATOR AOL ) _ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Dociiment Page 1 of 1 

POISiNDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status; Schedule W 

Ingredients 

Actfve-Ingredfent: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystafiine 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD^tC Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covrdien Mailinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is Imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

30. 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color Light Blue 
Shape; Circle 

© 1974- 2011 Thomson Reuters. Al! rights reserved. 


1/13/2011 

Folk OIG_PRR_041472 
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DRUG POWDER ANALYSIS FORIVI 


SAMPLE# 

No. of samples tested: 


AGENCY Boston analyst &IJO 

Evidence Wt \/ 





GrossWt{ 
Gross Wt ( ): 

Pkg. Wt: 


Net Wt; S^.loBg 

or 


"2, itateci 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microctystalline Tests 
Gold 

Chloride__ 

TLTAX_J_ 

OTHER TESTS 

iTi\crame.(1CY 


PRELIMINARY TEST RESULTS 

results 

DATE 1" if) 'll 


GC/MS CONFIRMATORY TEST 

RESULTS ni^ccclonc 


MS 

OPERATOR _ 
DATE 




1 


Azmi 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule li 

Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Celiulose, Microcrystafline 
Sodium Starch Glycofate 
Starch, Corn 
Lactose 
Stearic Acid 
FOaC Blue No, 2 

Availability & Manufacturing 

Availability: United Stales 
Available-Container-Size; Bottle of 100 

Contact; Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acelylsallcylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is Imprinted on one side and 30 above the score is 
Imprinted on the reverse side, 

30 

Aft imprints; M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://\vw\vThonisoiilic.coni/hcs/librarian/PFDefaultActioi-L[d/pf.PrintReady 1/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 


C-., 

ANALYST O’ 


)iX) 


Evidence Wt 


V 


/ 


PHYSICAL 


DESCRIPTION: ^\C\r\C.C\ 3-Q\(?Ci Gross Wt ( ) 

£\0 1C\b^ GrossWt( J 

Pkg. Wt 




Net Wt 


‘c\ .\Za 


T) 


C\Q€>G 6 

^iesled 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstaHine Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

micrcimeriev 


PRELIMINARY TEST RESULTS 
RESULTS OXM'CTY^mf 
DATE 


GC/MS CONFIRMATORY TEST 

RESULTS OsixMcncinnc. 

MS T 

OPERATOR y'ol ■) _ 

DATE 1 _ 


Revised 7/2005 
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MTCROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POiSlNDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCl 
Regulatory-Status: Schedule 1) 

Active-Ingredient: Oxycodone Hydrochloride -15 MG 

Excipients: Starch, Corn 

D&C Yellow No, lOAiumlnum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Giycolate 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Avallable-Gontainer-Sizes: 10X10; Bottle of 100 

Contact: Actavis Totowa 
Product ID: 6527167 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acelyisalicyfic Acid) 

Registry Numbers: NDC 52152-0214’-11 
NDC 52152-0214-02 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 

Physical Description 

Imprint: A; 214 
Form: Oral Tablet 
Color: Green 
Shape: Circle 


(g) 1974- 2011 Thomson Reuters. All rights reserved. 


http://wwwThomsoiiIic.coni/hcs/librariaii/PFDefaultActionId/p£PrintReady 


1/13/2011 

Folk OIG PRR 041476 



“50 \\e\loa::3 ^ bor 

lobS) 

■ A'^ L 



PRELIMINARY TEST RESULTS 
RESULTS 


DATE 











MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Alprazolam 

Regulatory-Status: Schedule IV __ 

Active-Ingredient: Alprazolam - 2 MG 

Excipients: Silicon Dioxide, Colloidal 
Starch, Corn 
Docusate Sodium 
Lactose (Hydrous) 

Magnesium Stearate 
Cellulose, Mrcrocrystalline 
Sodium Benzoate 
D&C Yellow No. 10 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Avaifable-Container-Sizes: Box of 100; Bottle of 100; Bottie of 500 
Contact: Actavis Elizabeth 

Manufacturer Product 09045-86161 

Codes: 

Product ID: 5279553 
AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 0228-2039-50 
NDC 0904-5861-61 
NDC 0228-2039-10 

Notes 

Notes: Actavis Elizabeth LLC acquired Purepac Pharmaceutical effective 5/15/2006. 

Physical Description 

Imprint: R 039 - The logo In this imprint may be interpreted as a “P" or an ’’R” 

Alt Imprint: P 039 - The logo in this imprint may be interpreted as a or an "R" 

Form: Oral Tablet 
Color: Yellow 
Shape: Rectangle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


1 /I n nr\^ i 1 
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DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested; 


agency 


ANALYST 


Evidence Wt 


PHYSICAL DESCRIPTION: OtOlCCl Gross Wt ( ) 

- 


t5 oWv^ ^ round 




( ) 
Pkg. Wt 
NetWt 


U.SbG 


C\ooo 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrystalllne Tests 
Gold 

Chloride_ 

TLTAj;_J_ 

OTHER TESTS 

rn\c.mrrveci€y 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 


results Oibiccclnnc 


MS 

OPERATOR 

-?- 

m') 

DATE_ 

\'\&-11 


I 


i 


Revised 7/2005 I 

Folk OIG_PRR_041479 








MCROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycontin 

Regulatory-Status: Schedule 1) 

Ingredients 

Active-ingredient: Oxycodone Hydrochloride - 80 MG 

Excipients: Butylated Hydroxytoluene 
Hypromellose 
PEG-400 

Polyethylene Oxfde 
Magnesium Stearate 
Titanium Dioxide 
Hydroxypropyl CeJfulose 
Ferric Oxide, Yellow 

FD&C Blue No. 2/Indigo Carmine Aluminum Lake 

Avalfability & Manufacturing 

Availability: United States 
Availabfe-Confainer-Sfzes: Strip of 20; Bottle of 100 
Contact: Purdue Pharma 
Product ID: 7090395 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyiic Acid) 

Registry Numbers: NDC 69011-0480-20 
NDC 59011-0480-10 

Physical Description 

imprints: OP - The tablet is debossed with OP on one side and 80 on the other. 

80 

Form: Oral Tablet Extended Release 
Color: Green 
Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


' Folk" blG_PRR_041480 


htlp://\\ww.thomsoiihc.coni/hcs/librariaii/PFDefault.ActinnTrl/nf 



ERA 



PHYSICAL DESCRIPTION: " fS'\r^r^fn SCQlCQ 

'D t)\uc ,ra.ind lobs 




Gross Wt ( ): 
Gross Wt { ): 


Pkg. Wt 


NetWt 




-Goss 6 


PRELIMINARY TESTS 
Spot Tests 


Microctvstalllne Tests 


Cobalt 
Thiocyanate i 


Gold 

Chloride 


Marquis 


TLTA 


Froehde’s 


OTHER TESTS 


Mecke's 


micmmerk-’ x 


PRELIMINARY TEST RESULTS 


RESULTS 


m 


DATE 




GC/MS CONFIRMATORY TEST 

results cvNccriont, 

MS 

OPERATOR A" bi ) _ 

DATE I "IQ'Li 


Qf^ui<i£iA T/onnr 
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MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule !l 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Mlcrocrysialiine 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&CBIueNo. 2 

Availability & Manufacturing 

Availability: United States 
Avaiiab!e-Contalner-Sfze: Bottie of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylrc Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

imprints: M - The M enclosed in a box Is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. AH rights reserved. 


I 


http://www.thomsoniacxoni/hcs/Iibrariaii/PFDp.fnnU a nUr...rA r 


Folk_OIG_PRR«041482 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01__14_11\765934 .d 
ASD 

15 Jan 2011 2:24 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: 765934.d\data.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


765934,d Sat Jan 15 02:34:39 2011 Page 1 


Folk_OIG_PRR 041483 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\Dl_14_ll\765935.d 

ASD 

15 Jan 2011 2:37 

OXYCODONE STD 

35 

DRUGS.M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


0 ^ 
Tinne-’> 2,00 



TIC: 766935.d\dala.ms 

sMS 


5.60 6.00 


T - t ' |- T I I ryi I 

6,50 7.00 


rry-r-r 

7.50 




nr 


rp 


6.00 6.50 9.00 9,60 


Ret. Time 

Area 

Area % 

Ratio % 

5.365 

755322 

100.00 

100.00 


765935.d Sat Jan 15 02:47:25 2011 Page 1 


Folk_^OIG_PRR 041484 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

14 ll\765935.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 2:37 


Sample Name 
Submitted by 

OXYCODONE STD 


Vial Number 

35 


AcquisitionMe th 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C;\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08 .L 

C: \Database\PMVJ_TOX2 .L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5-37 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance Average of 6.318 to 6.661 min.: 765935,d\data.ms (-) 



Abundance 


80 


60 


40 


20 


m/z-> 


42 


28 


55 


#148099; Oxycodone 


70 


115 


20 


40 


,84 

a.jh.lA 


60 


n-p 

80 


140 


100 


120 


187 

Jill 


230 


201 


140 


-T-rp 

160 


P 

180 


ryr- 

200 


215 

jj 


220 


258 

244 li 272 


P 

240 


T-rj^ 

260 


286 


300 


nrjrt- 

280 


r [ ! > I r p I ! I' I i t 

300 320 340 


765935.d Sat Jan 15 02:47:25 2011 Page 2 


Folk_OIG_PRR 041485 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\DATA\SYSTEM6\01_14__11\7€5936 .d 
ASD 

15 Jan 2011 2:50 

BLANK 


DRUGS.M 
RTE 


Abundance T!C: 765936.d\data.ms 



Ret. Time 


Area Area % Ratio % 


*^*NO INTEGRATED PEAKS*** 


765936,d Sat Jan 15 03:00:11 2011 


Page 1 


Folk_OIG_PRR_041486 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765937 
ASD 

15 Jan 2011 3:02 

BLANK 
SLD 
1 

DRUGS * M 
RTE 


Abundance TIC: 76593AdVdata.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765937.d Sat Jan 15 03:12:57 2011 Page 1 


Folk_OIG_PRR 041487 





Area Percent / Library Search, Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765938.d 
ASD 

15 Jan 2011 3;15 


SLD 
38 

DRUGS,M 
RTE 


Abundance ' TIC: 765938.d\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1760025 

100,00 

100.00 


765938.d Sat Jan 15 03:25:44 2011 Page 1 


Folk_OIG_PRR 041488 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEN6\01_14_11\7659S8,d 
ASD 

15 Jan 2011 3:15 


SLD 
38 

DRUGS,M 
RTF 


Search 

Libraries: Ci \Database\SLI.L 

Minimum Quality; 

80 


C:\Database\NIST08.L 

Minimum Quality: 

80 


C:\Database\PMW_T0X2.L 



PK# 

RT Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 5.324 to 5,543 min,: 765938.d\data,ms (-) 




765938.d 


Sat Jan 15 03:25:45 2011 


Page 2 


Folk_OIG_PRR 041489 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\01_14_1l\765939,d 
ASD 

15 Jan 2011 3:28 


SLD 

39 

DRUGS.M 
RTE 


Abundance TIC: 765939,d\data.nns 



Ret. Time 

Area 

Area % 

Ratio % 

5*371 

1484880 

100.00 

100*00 


765939.d Sat Jan 15 03:38:30 2011 


Page 1 


Folk_OIG_PRR_041490 








Area Percent / Library Search Report 


Information from Data File; 

File Name 

C;\MSDCHEM\1\DATA\SYSTEM6\01 14 ll\765939.d 

Operator 

ASD 

Date Acquired 

15 Jan 2011 3:28 

Sample Name 


Submitted by 

SLD 

Vial Number 

39 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 



C:\Database\NIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality; 80 

PK# RT 

Library/ID 

CAS# Qual 


5.37 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 



m/z-> 


40 60 80 100 120 140 160 160 200 220 240 260 280 300 320 340 360 380 400 


765939.d Sat Jan 15 03:38:30 2011 


Page 2 


Folk_OIG_PRR_041491 












Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765940,d 

Operator : ASD 

Date Acquired : 15 Jan 2011 3:41 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 1 

AcquisitionMeth: DRUGS .M 

Integrator : RTE 


Abundance TfC: 765940.d\data,rns 



T|me;^*> 2^00. 1:50 .100 3-50 _4,011_50 5.00 5.60_ 6.00 6,50__7.00 l,6p_ 1P.P_ 8.60 .MP 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


765940.d Sat Jan 15 03:51:11 2011 Page 1 


Folk_OIG_PRR_041492 





Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ct \MSDCHEM\1\DATA\SYSTEM6\01_14__11\765941 ,d 
ASD 

15 Jan 2011 3:53 

BLANK 
SLD 
1 

DRUGS, M 
RTE 


Abundance TIC: 765941.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765941.d Sat Jan 15 04:03:52 2011 


Page 1 


Folk_OIG_PRR_041493 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTSM6\01_14_11\765942.d 
ASD 

15 Jan 2011 4:06 


SLD 
42 

DRUGS.M 
RTE 


Abundance tiC: 765942,d\da{a.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2553166 

100.00 

100.00 


765942.d Sat Jan 15 04:16:41 2011 Page 1 


Folk_OIG_PRR 041494 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\sySTEM6\01__14__ll\765942 .d 
ASD 

15 Jan 2011 4:06 


SLD 

42 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C: \Database\PMVJ_T0X2. L 

Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 

1 • 

5.37 C:\Database\NIST08.L 



Oxycodone 

000076-42“6 99 


Oxycodone 

000076‘-42-6 99 


Oxycodone 

000076-42-6 99 



765942*d Sat Jan 15 04:16:41 2011 Page 2 


Folk_OIG_PRR_041495 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\0X_14_11\765943.d 
ASD 

15 Jan 2011 4 : 19 


SLD 
43 

DRUGS.H 
RTE 


Abundance ' TfC: 765943.d\dala-ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2073992 

100.00 

100.00 


765943,d Sat Jan 15 04:29:24 2011 Page 1 


Folk_OIG_PRR_041496 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14__11\765943 ,d 
ASD 

15 Jan 2011 4:19 


SLD 

43 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C: \Database\PMV?_TOX2 . L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.37 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


70 


42 


30 


fn/z-> 


65 


Average of 5.312 io 5.590 mm.: 765943.d\data-ms (-) 


115 


84 


140 


40 60 80 




fi 

100 


128 

Jk 


315 


230 


201 


159 


187 


215 




.i M.J 


258 


244 


287 


300 


-p-t+T^ 


329 355 


rp 


120 140 160 180 200 220 240 260 280 300 320 340 



765943.d Sat Jan 15 04:29:25 2011 


Page 2 


Folk_OIG_PRR_041497 














Area Percent / Library Search Report 


Information from Data File: 

File Name : C; \MSDCHEM\l\DATA\SySTEM6\01_14__ll\765944 ,d 

Operator : ASD 

Date Acquired : 15 Jan 2011 4:32 

Sample Name ; BLANK 

Submitted by : SLD 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 



0 

3.00 4M 4.^0 6.00 5,50 6.00 6.50 7,g0_ 7,60 8.00 8.50 9.00 .9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765944.d Sat Jan 15 04:42:11 2011 Page 1 


Folk_OIG_PRR 041498 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765945.d 
ASD 

15 Jan 2011 4:44 

BLANK 
SLD 
1 

DRUGS . M 
RTE 


Abundance TfC: 765945.d\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


765945.d Sat Jan 15 04:54:59 2011 Page 1 


Folk OIG PRR 041499 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\1\DATA\SYSTEM6\01_14___11\765946 . d 
ASD 

15 Jan 2011 4:57 


SLD 

46 

DRUGS.M 
RTE ,, 


Abundance tfC: 765946,<i\dala.nis 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1554809 

100,00 

100.00 


765946.d Sat Jan 15 05:07:42 2011 Page 1 


Folk OIG PRR 041500 







Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Cr \MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765946.d 
ASD 

15 Jan 2011 4r57 


SLD 

46 

DRUGS.M 
RTE 


Search 

Libraries t C:\Database\SLI.L 

Minimum Quality: 80 



C;\Database\NIST08.L 

C: \Database\ PMW__TOX2 . L 

Minimum Quality: 80 

PK# 

RT 

Library/ID 

CASH Qual 

1 

5,37 

C:\Datafoase\NIST08,L 




Oxycodone 

000076-42*'6 99 



Oxycodone 

000076“42-6 99 



Oxycodone 

000076-42-6 99 


Abundance 

80 

60 

40 

20 


Of 


70 


42 


30 


65 


Average of 6.330 lo 5.608 min.: 765946.d\dal:a.nis (-) 


230 


116 


84 

UjLiui 


140 


201 


128 


161 


175 


187 






216 

Aj 


258 

21^* 1.272 287 T 


mfz --> 40 60 80 100 12q_„ 14^160. 180 200 220 240 260 280 300._,32p 




355 


340 


Abundance 


80 


60 


40 


20 


#148100: Oxycodone 


70 


140 


30 


42 


58 


84 98 ,| 


230 


201 


187 

157 175 11 


217 


j| .1- .ii 


258 


244 


3l5 


272 


286 


300 


^ T-- > Y^ -r YV ^ p ' rr i ' i ' i ' i ri'i iy -i* t \ i ryi- i i i i 

40 60 80 100 120 , 140 160 180 200_ 220 240 __ 260 280 300 320 


340 


765946.d Sat Jan 15 05:07:43 2011 Page 2 


Folk_OIG_PRR_041501 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\ 1 \DATA\SYSTEMS\01__14_1 l\765947,d 
ASD 

15 Jan 2011 5rl0 


SLD 
47 

DRUGS.M 
RTE 


Abiin<#ance TIC: 7659’47.d\data.rns 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1857545 

o 

o 

o 

o 

100.00 


765947.d Sat Jan 15 05:20:23 2011 Page 1 


Folk_OIG_PRR_041502 



Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

_14__ll\765947.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 5:10 


Sample Name 



Submitted by 

SLD 


Vial Number 

47 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C;\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



765947.d Sat Jan 15 05:20:24 2011 Page 2 


Folk_OIG_PRR_041503 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C: \MSDCHBM\1\DATA\SYSTEM6\01_14__11\765948 , d 
ASD 

15 Jan 2011 5:23 

BLANK 
SLD 
1 

DRUGS . M 
RTE 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


765948.d Sat Jan 15 05:33:09 2011 Page 1 


Folk_OIG_PRR_041504 






Area Percent / Library Search Report 


Information from Data Pile: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C;\MSDCHEM\l\DATA\SYSTSM6\01_14_ll\765949.d 
ASD 

15 Jan 2011 5:35 

BLANK 
SLD 
1 

DRUGS . M 
RTE 


Abundance TIC: 765949,d\da(a.ms 



Ret * Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


765949.d Sat Jan 15 05:46:00 2011 


Page 1 


Folk_OIG_PRR_041505 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765950 .d 
ASD 

15 Jan 2011 5:48 


SLD 

50 

DRUGS.M 
RTE 


Abundance TIC: 765950.d\data-nris 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1532591 

100.00 

100.00 


765950.d Sat Jan 15 05:58:43 2011 


Page 1 


Folk_OIG_PRR 041506 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ct \MSDCKEM\l\DATA\SYSTEM6\01__14_ll\765950.d 
ASD 

15 Jan 2011 5:48 


SLD 
50 

DRUGS.M 
RTE 


Search Librariesi C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


Library/ID 

CAS# 

Qual 

::\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 


Average of 5294 to 5.649 min,: 765950.d\data.ms {-) 



765950.d Sat Jan 15 05:58:43 2011 Page 2 


Folk_OIG_PRR_041507 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SySTEM6\01_14__ll\765951 ,d 
ASD 

15 Jan 2011 6; 01 


SLD 

51 

DRUGS.M 
RTE 


Abundance TIC: 765951.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2605653 

100,00 

100.00 


765951.d Sat Jan 15 06:11:38 2011 


Page 1 


Folk_OIG_PRR_041508 










Area Percent / Library Search Report 


Information from Data File; 

File Name ; C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765951.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 6:01 

Sample Name ; 

Submitted by ; SLD 

Vial.Number ; 51 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID CAS# Qual 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW TOX2.L 


5.37 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 

! 


80 



Average of 6.330 to 6,573 min.: 765951 .dVdata.ms {-) 



765951.d Sat Jan 15 06:11:39 2011 Page 2 


Folk_OIG PRR 041509 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by ^ 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765952 ,d 
ASD 

15 Jan 2011 6:14 

BLANK 
SLD 
1 

DRUGS. M 
RTE 


Abundance tiC: 765952.d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS 


765952.d 


Sat Jan 15 06:24:21 2011 


Page 1 


Folk_OIG_PRR_041510 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14_11\765953 .d 
ASD 

15 Jan 2011 6;27 

BLANK 
SLD 
1 

DRUGS . M 
RTE 


Abundance TIC; 765S53.d\data.nns 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765953.d Sat Jan 15 06:37:05 2011 Page 1 


Folk_OIG_PRR_041511 








Area Percent / Library Search Report 


Information from Data Filei 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14_11\765954 .d 
ASD 

15 Jan 2011 6:39 


SLD 

54 

DRUGS.M 
RTE 


Abundance TIC: 765954,d\dala.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1334198 

100.00 

100.00 


765954.d Sat Jan 15 06:49:51 2011 Page 1 


Folk_OIG_PRR_041512 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\DATA\SySTEM6\01__14_ll\765954.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 6:39 

Sample Name : 

Submitted by : SLD 

Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Integrator r RTE 


Search Libraries; C:\Database\SLI.L 

C:\Database\NIST08,L 
C: \Database\ PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: 80 
Minimum Quality: 80 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance 


#148100: Oxycodone 



765954.d Sat Jan 15 06:49:51 2011 


Page 2 


Folk_OIG_PRR_041513 









Area Percent / Library Search Report 


Infoirmation from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765955.d 

ASD 

15 Jan 2011 6;52 


SLD 

55 

DRUGS.M 
RTB 


Abundance ’ TIC: 765966.d\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

5.371 

1790733 

100.00 

100.00 


765955.d Sat Jan 15 07:02:34 2011 Page 1 


Folk_OIG_PRR 041514 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEM6\01__14_ll\765955.d 
ASD 

15 Jan 2011 6;52 


SLD 

55 

DRUGS,M 
RTE 


Search 

Libraries; C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality; 80 


C:\Database\PMW_TOX2.L 


PK# 

RT Library/ID 

CAS# Qual 


1 5.17 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 5.329 to 6,572 min.: 765956,d\data,ms (-) 

I 315 


80 



m/z-> '50,_60 80 ,1 p0_ JNO 1 60 1 80 200,220 ^ 26 0 280 300 32 0 3 40 360. 380 400 420 

Abundance ’ '... ' #148100: Oxycodone 



765955,d Sat Jan 15 07:02;34 2011 Page 2 


Folk_OIG_PRR_041515 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_ll\765956.d 
ASD 

15 Jan 2011 7:05 

BLANK 

1 

DRUGS .M 
RTS 


Abundance TIC: 765956*d\data.ms 



Ret* Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765956*d Sat Jan 15 07:15:20 2011 Page 1 


Folk_OIG_PRR_041516 






Area Percent / Library Search Report 


Information from Data File; 

File Name : C: \MSDCHEM\l\DATA\SySTEM6\01__14_ll\765957 . d 

Operator : ASD 

Date Acquired ; 15 Jan 2011 7:18 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC; 765957,dldata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


765957.d Sat Jan 15 07:28:11 2011 Page 1 


Folk_OIG_PRR_041517 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name ; 

Submitted by : 

Vial Number 
AcquisitionMeth; 
Integrator : 


Data File: 

C: \MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765958.d 
ASD 

IS Jan 2011 7:30 

OXYCODONE STD 

35 

DRUGS . M 
RTE 


Abundance 

600000 

400000 

i 200000 


TfC: 7"e5958.d\data.ms 
6465 


Tjme-> 2.00 

f 1 j I"! 1 [ t w 1 j 1 I T 1 1 f yn"V“! 

2.50 3.00 3.50 4.00 4.50 

" 1 ' " ‘ 1 1 “ M ‘ ' 

6.00 5.60 6.00 

T"F"| r-r-r i j r^-r7"j i v r i j t ? r"r\ i i ri f > i >t'] > i i i 

6.60 7.00 7.50 8.00 8.50 9.00 9.50 





Ret. Time 

Area 

Area % 

Ratio % 

5.365 

1086643 

100.00 

100,00 


765958,d Sat Jan 15 07:40:54 2011 Page 1 


Folk_OIG_PRR_041518 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 14 

_11\765958 .d 


Operator 

ASD 



Date Acquired 

15 Jan 2011 7:30 



Sample Name 
Submitted by 

OXYCODONE STD 



Vial Number 

35 



AcquieitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



765958.d Sat Jan 15 07:40:54 2011 Page 2 


Folk_OIG_PRR_041519 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765959 .d 
ASD 

15 Jan 2011 7:43 

BLANK 
SLD 
1 

DRUGS.M 
RTE 


Abundance TIC: 765959.d\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


765959.d 


Sat Jan 15 07:53:42 2011 


Page 1 


Folk_OIG_PRR_041520 








Area Percent / Libx'ary Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765960.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 7:56 

Sample Name : BLANK 

Submitted by ; SLD 

Vial Number : 1 

AcquisitionMeth: DRUGS,M 

Integrator : RTE 


Abundance TIC; 765960.d\dala.ms 



Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 


765960*d Sat Jan 15 08:06:25 2011 


Page 1 


Folk_OIG_PRR_041521 






Area Percent / Library Search Report 


Information from Data File; 

File Name . ; C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765961.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 8:08 

Sample Name 
Submitted by 
Vial Number : 61 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance liC: 765961.<i\data*ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.365 

1287039 

100.00 

o 

? 

o 


765961.d Sat Jan 15 08:19:06 2011 Page 1 


Folk_OIG_PRR_041522 











Area Percent / Library Search Report 


Information from Data File; 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 14 

_ll\765961.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 8:08 


Sample Name 



Submitted by 

SLD 


Vial Number 

61 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTB 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C: \Database\PMl'J_TOX2. L 


PK# RT 

Library/ID 

CAS# Qual 


1 5.37 Cl \Database\NIST08 .h 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-4’2-6 99 



765961.d Sat Jan 15 08:19:06 2011 Page 2 


Folk_OIG_PRR_041523 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765962.d 
ASD 

15 Jan 2011 8:21 


SLD 

62 

DRUGS.M 
RTB 


Abundance TiC: 765962,d\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

5.371 

2289815 

100.00 

100.00 


765962.d Sat Jan 15 08:31:54 2011 Page 1 


Folk_OIG_PRR_041524 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765962,d 
ASD 

15 Jan 2011 8:21 


SLD 
62 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C;\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.37 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



765962.d Sat Jan 15 08:31:54 2011 Page 2 


Folk OIG PRR 041525 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_i4_ll\765963.d 
ASD 

15 Jan 2011 8:34 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TiC: 765963.d\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765963.d Sat Jan 15 08:44:38 2011 


Page 1 


Folk_OIG_PRR_041526 








Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765964.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 8:47 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 765964.d\dala.ms 



TJme~> 2^00 .2^0 3.0^ 3,50 4X0 4.50 5^^ 5.60 6.00 8.5 0 7X0 7.5Q 8X0 ^50. _9,CI0 9.5 0 

Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


765964.d Sat Jan 15 08:57:25 2011 


Page 1 


Folk_OIG_PRR_041527 
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Area Percent / liibrary Search Report 


Information from Data File.* 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator , 


C;\MSDCHEM\1\DATA\SYSTEM6\01l\765965.d 
ASD 

15 Jan 2011 9:00 

SLD 

65 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C:\Database\PMW_TOX2 .L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 

CAS# 

Qual 

::\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076.-42-6 

99 

Oxycodone 

000076-42-6 

99 



765965.d Sat Jan 15 09:10:17 2011 


Page 2 


Folk_OIG_PRR_041529 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765966 .d 
ASD 

15 Jan 2011 9:12 


SLD 

66 

DRUGS.M 
RTE 


Abundance TIC: 765966.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5,365 

943897 

100.00 

100,00 


765966,d Sat Jan 15 09:23:05 2011 Page 1 


Folk_OIG_PRR_041530 











Area Percent / Library Search Report 


Information from Data Filer 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

_14_11\765966.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 9:12 


Sample Name 



Submitted by 

SLD 


Vial Number 

66 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search librariesr C;\Database\SLI.L 

Minimum Quality: 80 


C:\Database\KIST08.L 

C;\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 cADatabaseXNISTOS.L 


Oxycodone 

000076“42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

00007G-42-6 

99 



765966.d Sat Jan 15 09:23:05 2011 Page 2 


Folk_OIG_PRR_041531 










Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C: \MSDCKEM\l\DATA\SYSTEM6\01_14__ll\765967.d 
ASD 

15 Jan 2011 9;25 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TIC: 765967.d\data.ms 



Ret, Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


765967 .d 


Sat Jan 15 09i35;48 2011 


Page 1 


Folk_OIG_PRR_041532 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SySTEM6\01_14_ll\765968,d 

Operator ; ASD 

Date Acquired : 15 Jan 2011 9:38 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number ; 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TfC: 766968,d\dala.fns 



Tinie-> 2,00 2.50 3.00 3.50 4M_4,50 5,00 SM .6.00 6.5 0 7.00 7.50 8,00.8,6p__9.0p 9,5p.„., 


Ret. Time Area Area % Ratio % 

INTEGRATED PEAKS*** 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\0I_14_ll\765969.d 

ASD 

15 Jan 2011 9:51 


SLD 

69 

DRUGS.M 
RTE 


Abundance tiC: 765969*d\dala,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.377 

4S90603 

100.00 

100.00 


765969.d Sat Jan 15 10:01:22 2011 


Page 1 


Folk_OIG_PRR_041534 









Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

14 ll\765969.d 


Operator 

ASD 



Date Acquired 

15 Jan 2011 9:51 



Sample Name 




Submitted by 

SLD 



Vial Number 

69 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries 

3: C:\Database\SLI.lj 

Minimum Quality: 

80 


C:\Database\NIST08.L 

Minimum Quality: 

80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# Qual 


C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Average of 5,323 to 5.649 mfn.; 765969.d\data.nfis (-) 

3i6 


44 

.30.11 1.1 


I 215 - I 


m/z>-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


Abundance 


#148102: Oxycodone 


J ,l I. 1 .,.. i J, .i 244 J 272266300 1 

U ^t M j t t 1 vp - V^ Vyl-r ] ) p r r i' ^ ^~i V Y Yi~ i' TT^ j r rr | r i" rfp "' i t r | i tit } t rr - ryv i rT- | -r i [ i j [ rr 

mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


201 

>r?7 I 215 




765969.d 


Sat Jan 15 10:01:22 2011 


Page 2 


Folk OIG PRR 041535 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by i 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Filet 

C : \MSDCHEM\1\DATA\SYSTEM6\01_14__11\765970 , d 
ASD 

15 Jan 2011 10:04 

BLANK 
SLD 
2 

DRUGS , M 
RTE 


Abundance TIC: 765970.d\data.ms 



Ret. Time 


Area Area % Ratio % 


**-*NO INTEGRATED PEAKS*** 


765970.d Sat Jan 15 10:14:10 2011 Page 1 


Folk OIG PRR 041536 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SySTEM6\01_14_ll\765971,d 
ASD 

15 Jan 2011 10:16 

BLANK 
SLD 
2 

DRUGS.M 
RTE 


Abundance TIC: 755071.d\dala.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS* 


765971.d Sat Jan 15 10:26:51 2011 Page 1 


Folk OIG PRR 041537 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765972.d 

Operator : ASD 

Date Acquired ; Jan 2011 10:29 

Sample Name 
Submitted by 
vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 
■ 600000- 


400000 


200000 


0 

T{me-> 


Ret. Time 

Area 

Area % 

Ratio % 



5.365 

1003592 

100.00 

100.00 






765972.d Sat Jan 15 10:39:42 2011 Page 1 


Folk_OIG_PRR 041538 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765972.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 10:29 

Sample Name : 

Submitted by : SLD 
Vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 

PK# RT Library/ID CAS# Qual 


1 5.36 C:\Database\NIST08.L 

Oxycodone 000076-42-’6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



Abundance #148100: Oxycodone 



m/z-> 40 60 80 100 120 140 160^0 _200 , 220 ^ 340 360 380 400 420 


765972,d Sat Jan 15 10:39:42 2011 Page 2 


Folk OIG PRR 041539 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name j 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Filer 

C: \MSDCHEM\1\DATA\SYSTEM6\01__14_11\765973 ,d 
ASD 

15 Jan 2011 10:42 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TiC: 765973.d\data,fns 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


Folk OIG PRR_041540 


765973 .d 


Sat Jan 15 10:52:22 2011 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01„14_1l\765977,d 
ASD 

15 Jan 2011 11:33 

BLANK 

2 

DRUGS. M 
RTE 


Abundance TIC: 765977,d\dafa,fns 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


765977,d Sat Jan 15 11:43:36 2011 Page 1 


Folk OIG PRR 041541 






Area Percent / Library Search Report 


Information from Data File] 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765978,d 
ASD 

15 Jan 2011 11:46 

OXYCODONE STD 

35 

DRUGS.M 
RTE 


Abundance TIC: 765978.d\data.fns 



Ret, Time 

Area 

Area % 

Ratio % 

5.365 

1134318 

100.00 

100.00 


Folk OIG_PRR_041542 


765978.d 


Sat Jan 15 11:56:22 2011 


Page 1 










Area Percent / Library Search Report 


Information from Data File: 


File l>Iame 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765978.d 

ASD 

15 Jan 2011 11:46 

OXYCODONE STD 

35 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 
C: \Database\PM^-J TOX2,L 


PK# RT 


Minimum Quality: 80 
Minimum Quality: 80 


5.36 


Library/ID 

CAS# 

Qual 

: \Database\NIST08 , L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

4of 

20 

0 


Average of 5.323 to 5.578 min.: 765978.d\data.ms {--) 


230 


70 


30 


44 ' 

I 

15 

jl 

84 98 


. 'ft 




''' 159173'®' I I 


201 


t f I' r Yi T ^p Ti n - T ' i ^ t - ri p-i p rpn r 

40 60 80 100 120 140 160. 180 20 0 220 240 260 280 300 320 340 3^ 380 400 

#148100: Oxycodone 


258 

] 272286^?® 

iff 


A 331 356 


40£ 


m/z-^ _ 

Abundance 

80 

60 

40 
20 ; 

OH'VVfrrWpH 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


230 


140 


201 


42 


Mr 


70 ^ ' 1 

1 115 

I 

84 98 ,i 

, 167 173 if 1, 

H'Wri4W|¥,4l^p¥^ 



215 

i 

■rySrr- 


256 


A ] " 1^286300 


765978 ,d 


Sat Jan 15 11:56:22 2011 


Page 2 


Folk_OIG_PRR_041543 









Area Percent / Library Search Report 


Information from Data File: 

File Name : Cr\MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765979,d 

Operator : ASD 

Date Acquired ; 15 Jan 20X1 11:58 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS M 
Integrator : RTE 


Abundance TIC: 765979.d\dala,ms 



0 T- r I pt T-- r T r-7- 1 t t ' ^ t t F "7- |-T-- r )nr pri fi p" t t i pi rT lyt 1 1 i -y t t t r- p i r t j i i rt p i t i j rri r } ' t' t i ■ r 

Time-> 2,00 J,5b 3,00 3.50 4.0Q 4.50 5.00 5,50 6.00 6.50 7.00 7.50 9,00 ,^50 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 







